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Manifest for #H# 4391 Cases Creep hans 738 Ibs 
, barn b 
Koi ic pp oe 7-15-54 
Two models (boxed) GFE feces pt No &9- ys-¥/ 
Cartes oe 
Contractor Acquired Proper-y 9-16-54 sare % ore al 
nearteen or stfp 
UHF Admittance Bridge fdens. FTH“57H6 ( ) 5 


Gonsisting of: 


874-GBJ BNC Jack 
uDA-Radar Design Type . 10 db Pads 
B7 iW MR Mixer Rectifier 


pd 


Unit Oscillator #1215~B Serial #861 

Unit IF Amplifier #1216-A ; 

UHF Admittance Meter #1602-)5 Serial #1100 
87-7500 Low-lasa 500 mc Fiiter 

1602-1 Adjustable Stub-20 7m 

374-L30 30 em Air Line 

B7i,-F185 Low-Pass 185 me Filter 

87,-LK Constant - Impedance 20 cm Adjustable Line 
#7,-LT Gonstant - Impedance Trombone Line 

874-WO3J Open Circuit Terminations 


374-16 Coaxial Variable air Gapacitors 
1602-P3 Variable Air Capae! tor 

#71,-M Component “dount 

87i,-i" GO degree coaxial © bows 
$74-UB Balun 

874-356 Tri-connection Block 

1602-P4 Conductance stands rd-50R. 
é7h-GNr N Plug 

B7heQhd N dack 

BTA Rk 8 Jack 

S7h-GBP BNC Plug 

20 em 50n cable 

30 cm 50n cable 

Instruction Book - Admittence mater 
Instruction Book - Unit Le Amplifier 
Tnstruction Book ~ S7,.-UB Balum 
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wm he 


1 Unit Vecillator © “ode 1209r 
Generai tadio are # 1934 
ident. ¢ 9231600 900360 


1 Unit tegulator, "ower 2upp.y 
General #adio, “Model 120 WA 
iBT" « if 1233 
Ident. # 92318000361 


iii. S-Hand Measuring Apparatus 
congieting ef: 


wave Feter Hodel 4405 
Douglas Microwave 
idant. # Has §8902-1 


Elystron fower Supply (+ edi fied) 
FAR Sachine 
odal 6-81 58 

ferdel Y 423 .5a302-2 

2 Tunasle Magnetron nee 
Jeneral Electric Model .-5291 
serial 7&7# 
idant. # he5745 

L577 


1 Back Seattering seasuriug «setup 
on Mounting deard gansi iting of: 


eroeasguide eouplera ~ Tyo 269 saveline 
Transducers - Type st 
rhage shifter savagus le 
Slbows 
6" straight section 


ees 


baad 


FAR Horna - Type 6364 - cor's 110 and ik 


ne 


eth 


atu ‘ade Magnetron Filanent oupoly 


i 


# saveguide Section consisting of 


Attenuators fixed 
Termination 

i Lbpow 

90° Twist 
straight section 


jad ged bet re 


Approved For Release 2002/06/13 : CIA-RDP81B00878R000400160010-5 


